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l&MORAmXM smt m, USA? 

AFCIG-5 

ATTEmOH s Major Honeywell 

SUBJECT 4 MII«*»F-252^4A end UStft. Fuel Status 


1. Following is a i»m»» of fuel statue at EAmurds ASS, Betadtaaftt *#* 
•ad BetacboRit "C" . 


A. Edvards AFB - as of 13 July 1959 

(1) MH-F-2552^A 

Cooswaption - 6,500 Gallons 
Fuel an mad - 0 


(2} LF2A 

Consisnptioa - 5,000 Gallons 
Fuel on mad - 4,500 Gallons 

SOTE: Edwards received 12,000 gallons MIL-F«255£4A Fuel, 14 July. 

B* Betaebraewt H B" - as of 13 JUly 1959 

(1) ICEL-F-25524A 

CoasumptioB. - 6,913 Gallons 

Fuel os mad - 32,454 Gallons 

0. Betactaaeat M C” - as of 11 July 1959 


(1) »n^F-255S4A 

Ccosicaptioij - 1,670 Gallons 
Fuel ob Band * 93A&> Oallone 


2. FdUoialng is e«tiB»ted. consvsai>ti<m of JCI>F»25524 a Fuel for next 
eight es^fes at Edvard* AFB: 


13 July - 12,000 Gallons 

19 July - 16,000 

26 July - 14,000 

3 Aug - 10,000 n 


10 Aug - 10,000 Gallons 

17 Aug - 8,000 

24 Aug ** 6,000 

31 Aug - 6,000 
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